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TERMS: NET 30 : TAX CODE- PRODUCT CODE- 
INVOICE NO. 86- Bees ee St cla 
(W) ORDER NO. - AAD =30823-AA SHIPPED FROM- ATR ARM DIVISION 
$30" CONTRACT NO. - NY=3958 

SUPPL. & CHG. ORDERS - 

CUSTOMERS ORDER NO. - 

PROC, DIR. OR REQ'N. NO. - 
SHIP . ae SHIPMENT ORDER NO, - 
to Westinghouse Air Arm Division 


B/L NO. - 
CAR NO. - CAR SEAL NO. - 
GROSS WT. - 664 NET WT. - 
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Government Property Storeroom FOIAB3A 
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REQ. Tock NO. AND/OR [auanriry | 
PONTRAGT RO cEINe Se fe DESCRIPTION OF MATERIAL, AMOUNT 
ITEM NO. ITEM PART NO, . ' 
SHIPPED . 


SPARE PARTS PRE APIENDIX "A" 


GROUP I 
Additional Spares Identified 

1 (c) to Dwg. 1JC 760 Sub. F $24051.92 
9 AN3102A-28-215 CONNECTOR, RECEPTACIE, ELECT. Yp 
94  1dC4860-5 RELAY, ARMATURE a 
100 19C7820-1, RELAY, ARMATURE CONS 
186  CPOSAIBC1O4K CAPACITOR, FIXED, PAPER et OY 

DIELECTRIC : 
266 2JA1169-1 CARD, RESISTANCE rw, 
35901 25C2471-1 CRYSTAL, MATCHED PAIRS oe 
667.1 306R15SHOL WASHER, FLAT | » Yo 
586.1 CM150331G CAPACITOR, FIXED, MICA mg a 
DIELECTRIC a % 

638  RC20GF121J RESISTOR, FIXED, COMPOSITION A 
839° 1JA\280-2 SWITCH, TOGGLE 
B49 = JAB 13 FUSE, CARTRIDGE at 9? 
850 = 1JA4814-) FUSE, CARTRIDGE A 

PACKAGE NO, AND WEIGHTS Fi an 
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") CERTIFY THAT THE " ABOVE BILL IS CORRECT AND JUST AND THAT PAYMENT THEREFORE HAS NOT BEEN RECEIVED." as A 
ay | a 
PARTIAL 2 FINAL 


PECTED py ME OR UNDER MY B. | CERTIFY THAT | HAVE RECEIVED AND/OR ACCEPTED THE ARTIC:.ES BHOWN HEMEIN (FOR 
USE ON CONTRACT NO. 
EXCEPT AS NOTED. 


A. UL CERTIFY THAT THE ITEMS LISTED Ee LA Been it 
SUPERVIBION, THEY CONFORM 


Toe. 
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. [OF INSPECTOR 
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SHEET oo 6 ae, ane SHEETS 


DATE SHIPPED l ie! AUG 99 


ORDER NO. CONTRACT NO. ee 


- AAD-30823 “AA NY~3958 


CONTRACT BTOCK NO. Anp/or UNIT 
DESCRIPTION OF MATERIAI UNIT 
Sere eeee | ace eee ee =e 
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853 1JA814~20 "FUSE, CARTRIDGE - 
| 919 1dC4835-6 “CONNECTOR, RECEPTACLE, ELECTRICAL 
+ 923 C77u4-1 CHOPPER, ELECTRONIC 
1009  2JB3857G1 DIAL ASSEMBLY, CONTROL 
+ 1021 2JC2)08-1 RESISTOR, VARIABLE 
1023 2JC2408-3 RESISTOR, VARIABLE 
104 . 23C2779=55 RESISTOR, VARIABLE 
1263 . 2JChOO4-1 MOTOR 
1289 RC20GF512J RESISTOR, FIXED, COMPOSITION 
41318 205-181 PISTON RING (GLKM) 
132 205-179 POSTON RING (GLKM) 
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SPARES SUFPORE AS A RESULD OF FIED CHANGES. 


AN3108B-18-13 CONNECTOR 


“ CPOSA3KBIO4K «CAPACITOR 
oe RCW2GF511d RESISTOR 
- RCL2GF1230 - RESISTOR 


WCh828-5) CAPACITOR 
IWCY825-42 - GARAGITOR 
RC32GF51Q@I. 

25C2806 


HH OomaaAMeEwn + 
BS 
RMN NMNKNMMYNYND EE 


SPARES REQUIRED ULTING FROM MODERIZATION oF 
SYSTEMS UNDER ITEM 4e.AND la(1) AND FURTHER 
IDENTIFIED ON AGE 63 OF DWG. 1 JCl760. 


595ROL6HO1 Gps REGULATOR | 
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1JC4817H1, CAPACITOR 1 

2003 1JA2682-16 " BOTENT IOMETER 1: 
200, 2JC2906HO, ..séRESISTOR l 
‘| 2005 1JA869-2H28 RESISTOR 1 
2006 23C2779H07— oe 1 
2007 6CL6 DUBE 4. 
2008 CPOSA3KB10KK ~ CAPACITOR 1 
2009 RD70P8250G  _—s«x RESISTOR 1 
2010 1JC8059H10  ——s COIL 1 
2011 lyc8020HO) COIL 1: 
2012 1JCB059HQ1_ bo087pRO0O 
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)P.0, BOX 746, BALTIMORE 3, MARYLAND 


ms ORDER NO CONTRACT NO, 
AAD#30823-AA NY=-3958 
CONTRACT Ee Ee el ; DESCRIPTION OF MATERIAL 2 oa AMOUNT 


ITEM NO. 


2013. 1N251 —), DEODE 2 
201,  2303636HO3 DIODE 4 
2015  575R538HO1 CR TUBE, Serial #p-f--7 1 
2016 *S75RSYHOL (KV POWER SUPPLY z 
2017 CPO9A1KF152K CAPACITOR 1 

.| 2018 5 75R91HOL SHOCK MOUNT 1 
2019 2JG2h13-1 SHOCK MOUNT 1 
2020 AN3106B-14S-5S CONNECTOR | 1 
2021 . RN70B1002F/1JA8691H68 RESISTOR ie 
2022  603R328G01 SIGNAL PRE AMP 1: 
2023  603R329G01 SIGNAL POST AMP 1 

| 2024  20C2h71H02 CRYSTAL (REVEASED PAIR) 10p) 
2025  603R33)G01 5 MILE SWEEP NETWORK - 1 
2026 RN75B1S02F RESISTOR i 
2027 RN70B3320F RESISTOR 1 
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1JC8179H02 CAPACITOR 
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